To: R8 Environmental Unit Leader[R08_Environmental_Unit_Leader@epa.gov] 

From: OBrien, Wendy 

Sent: Mon 8/17/2015 9:12:07 PM 

FW: Gold King Mine - Sample data flow 

FW: Sample Summary Table 20150813 - R8 Sediment and Potable Water 

FW: Gold King Mine - Sample data flow 

agricultural use recommendation 

RE: is this the right number 866 299 3188, access code 303 312 6712# ? 

FW: can we talk at noon today to discuss response to MCL domestic well results? 

RE: I am back on-line 

RE: can we talk at noon today to discuss response to MCL domestic well results? 

FW: can we talk at noon today to discuss response to MCL domestic well results? 

RE: can we talk at noon today to discuss response to MCL domestic well results? 
can we talk at noon today to discuss response to MCL domestic well results? 
question regarding domestic well responses 
RE: I am back on-line 

FW:I CBI/Ex. 4 ifrom 680-115596-1 Gold King Mine - Region 8 
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